THE  FIRST  PORTLAND  BAPTIST  CHURCH,   BROCTON,    N.  Y. 
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The   first  Portland   Baptist  Church 

BROCTON.  N.  Y.,  organized  SEPTEMBER  21. 
1819  THE  PRESENT  EDIFICE  WAS  ERECTED 
IN  DECEMBER  1869  PICTURE  TAKEN  JUNE 
1  954 


